BERO ARCHITECT URE PLLC 


32 Winthrop Street Rochester New York 14607 
(585) 262-2035 contact@beroarchitecture.com 
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Community Room Occupancy Classification: basin 


Assembly group A-3 


Community Room Occupant Load: 
Unconcentrated tables and chairs 
466sf/15=31 occupants 


Concentrated (chairs only—not fixed) 
466sf/7= 67 occupants 

Building Code does not allow more than 49 
room occupants without second exit 


32 Occupants possible with round & 
rectangular tables 


Chapel: N 
134 occupants standing 
116 in chairs 
Approximately 60 people in pews only 
Floor Plan Scheme Four - Revised 


Chapel Rehabilitation, Canandaigua Cemetery Association Scale: 1/8"=1'-0" — September 18, 2015 15070 


